Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


CONFIDENTIAL 

PAGE 01 OECD P 00398 071615Z 

64 

ACTION EB-07 

INFO OCT-01 CIAE-00 COME-OO DODE-OO NRC-05 NSAE-00 TRSE-00 

EUR- 12 ERDA-05 ISO-OO /030W 

005000 

R 071545Z JAN 76 
FM USMISSION OECD PARIS 
TO SECSTATE WASH 9996 

CONFIDENTIAL OECD PARIS 0398 

EXCON 

E.O. 11652 XGDS-1 

TAGS: ESTC, COCOM, RO, UK, US 

SUBJECT: UK STORAGE TUBES TO ROMANIA IL 1558 

REF: A. COCOM DOC. (75) 2487 B. STATE 299799 

1 . IN RESPONSE PROVISO CONTAINED REFTEL B UK DEL AD- 
VISES THAT INCONEL PLATES ARE USED RATHER THAN SEG- 
MENTED SECTION Y PLATES. US VIEWS ON REF CASE A NOW 
DUE 1/21. 
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